ST.  PAUL'S  CHAPEL,  TRINITY  PARISH 
Broadway  and  Fulton  Street 
New  York  City 

VIEW  of  CHAPEL  from  west  end  showing  7  of 
Chapel's  14  Waterford  (Irish)  chandeliers;-  Chancel 
wi'h  "Glorv"  above  Altar,  design-^d  by  Pierre  Charles 
L'Enfant;  Pulpit  surniounted  bv  Prince  of  Wales  Crest 
left;  Geer  Memorial  Altar  right. 
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Frank  H.  Bauer,  Photographer 
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